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SUNNYSIDE, 

Dobcross, 

January,  1898. 


To  the  District  Council  of  the  Rural  Sanitary  District  of 

Saddleworth. 


Gentlemen, 

During  the  last  year  ending  December  31st,  1897,  there 
were  registered  in  your  District  285  births  and  198  deaths. 
Of  the  285  births,  142  were  males  and  143  were  females. 
There  were  12  illegitimate  births. 

The  birth-rate  is  equal  to  217  per  1,000  inhabitants,  of 
a  population  of  13,116,  estimated  to  the  middle  of  1897. 
During  the  previous  years  the  birth-rate  was  as  follows  : — 

1893.  1894.  1895.  1896.  1897. 

287  28*69  24*3  22*8  21*7 

Of  the  children  born  24  died  under  1  year  of  age.  This 
means  that  84  children,  out  of  every  1000  children  born,  die 
under  one  year  of  age.  The  excess  of  births  over  deaths 
representing  the  natural  increase  in  population,  was  8*7. 

The  average  density  of  population  per  acre  was,  according 
to  the  last  census,  1*3,  if  the  unenclosed  moorland  be  excluded. 
There  were  2776  inhabited  houses,  giving  an  average  of  4*6 

inhabitants  to  each  house. 

« 

Of  the  198  deaths,  116  were  males  and  82  females.  The 
death-rate  is  15  per  1,000  inhabitants.  For  comparison  I 
give  the  death-rates  for  the  past  few  years. 

1893.  1894.  1895.  1896.  1897. 

i6'8  16*3  16-7  13*5  15*0 

Classified  according  to  age  the  deaths  are  as  follows  : 


Under  1  year  .  24 

Between  1  year  and  5  .  21 

„  5  »  15  6 

„  15  »  2  5  .  13 

•.  25  ..  65  77 

Over  65  . . : .  57 
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Tabulated  according  to  the  cause  of  death  the  numbers 


are  : — 

Smallpox .  o 

Measles  .  3 

Scarlet  Fever .  o 

Diphtheria  .  3 

Croup  (not  spasmodic) .  5 

Rheumatic  Fever  .  1 

Whooping  Cough  .  o 

Enteric  Fever .  3 

Diarrhoea .  1 

Puerperal  Fever .  3 

Erysipelas  .  o 

Phthisis  .  17 

Bronchitis,  Pneumonia,  and  Pleurisy .  23 

Heart  Disease .  25 

Other  diseases  not  classified  .  114 


There  were  21  uncertified  deaths,  including  11  Inquests. 


The  deaths  from  the  7  principal  zymotic  diseases 
were  17,  giving  a  Zymotic  Death-rate  of  073  per  1,000,  as 
contrasted  with  1*2  in  1896,  and  i*6  in  1895. 


SeveD  Zymotic 
Diseases. 

Small¬ 

pox 

Measles. 

Scarlet 

Fever 

Diph¬ 

theria. 

Whoop¬ 

ing 

Cough. 

Fevers 

and 

Typhoid 

Diarr¬ 

hoea 

1892 

223 

... 

0768 

0*23 

0*30 

0’53 

0*38 

1893 

x‘3 

0-15 

0*076 

0*228 

0*228 

0*228 

0*30 

0*076 

1894 

°'99 

... 

0*152 

0*228 

... 

0*228 

0*228 

0*152 

1895 

1*6 

•306 

0*612 

•0765 

O’ 1 53 

0*306 

... 

•2295 

1896 

1*2 

... 

0*076 

0*23 

°‘45 

°‘37 

*076 

... 

1897 

0*73 

... 

0*22 

... 

0*2^ 

0*22 

0*07 

Twenty-three  deaths  were  registered  from  Bronchitis, 
Pneumonia,  and  Pleurisy,  as  against  33  in  1896.  I  his  is  a 
Respiratory  Death-rate  of  176  per  1,000.  During  the  past 


six  years  it  has  been 

as  follows 

: — 

1892.  1893. 

1894. 

1895. 

1896. 

1897. 

4  2’57 

2’5 

3 

2*4 

1*76 

• 

There  were  17  deaths  from  Phthisis  as  against  16  in 
1896.  This  is  a  Phthisical  Death-rate  of  1*2  per  1,000.  For 
comparison  I  give  this  death-rate  for  the  past  six  years. 

1892.  1893.  1894.  1895.  1896.  1897. 

r6  r6  r6  1*07  r*  x-a 
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Saddleworth  is  divided  for  registration  purposes  by  a 
road  from  Standedge  to  Star  Inn,  Highmoor,  and  thence  to 
Mossley.  The  Uppermill  Sub-district  includes  Diggle  Edge, 
a  portion  of  New  Delph,  Diggle,  Weakey,  Woolroad,  Dob- 
cross,  Tamewater,  Wall  Hill,  Saddleworth  Fold,  Greenfield, 
and  Royal  George.  Whilst  the  Delph  Sub-district  includes 
Bleakhey  Nook,  Castleshaw,  Sandbed,  and  a  portion  of  New 
Delph,  Delph,.  Austerlands,  Slackcote,  and  Denshaw.  The 
population,  according  to  the  census  of  1881,  was  5,423  in  the 
Delph  district,  and  7,454  in  the  Uppermill  district ;  whilst  in 
that  of  1891  it  was  5,221  in  the  former,  and  7,778  in  the 
latter.  This  shows  the  Delph  Sub-district  to  have  had  a 
diminished  population  of  about  200,  whilst  that  of  Uppermill 
Sub-district  has  shown  an  increase  of  300  inhabitants.  The 
census  of  1891  included  a  fairly  large  number  of  navvies  and 
their  families,  which  for  the  most  part  were  in  the  Uppermill 
estimate,  but  who  have  for  the  most  part  left  the  district. 
The  population  of  the  Delph  Sub-district  is  estimated  for 
1896  as  5,230,  and  that  of  Uppermill  Sub-district  as  7,852. 
Tabulated  therefore  in  this  manner  we  have  : — 


DELPH 

DISTRICT. 

UPPERMILL 

DISTRICT. 

1896. 

1897. 

1896. 

1897. 

Births . 

138 

122 

.  l6l 

163 

Males . 

7i 

67 

.  67 

75 

Females . 

67 

55 

.  94 

88 

Birth-Rate . 

26-3 

23‘3 

.  20-5 

20-6 

Illegitimate  Births  . 

— 

5 

.  — 

7 

Deaths  . 

7i 

78 

.  IO9 

120 

Males . 

39 

47 

.  54 

69 

Females . 

32 

3i 

.  55 

5i 

Death-Rate  . 

I3'5 

I4'9 

.  I3‘5 

15-2 

Uncertified  Deaths  . 

8 

7 

.  4 

3 

Inquests . 

1 

4 

.  4 

7 

Infant  Mortality  . 

— 

106-5 

.  — 

67-4 

Zymotic  Death-Rate  ... 

— 

0-2 

.  . 

°*5 

/ 

Classified  according 

tO  CAUSE  OF 

DEATH  : — 

Smallpox  . 

O 

O 

O 

0 

3 

Measles  . 

O 

O 

.  I 

Scarlet  Fever  . 

I 

O 

.  2 

0 

Diphtheria . 

I 

I 

.  5 

2 

Croup . 

0 

0 

.  I 

5 

Rheumatic  Fever . 

0 

I 

.  I 

0 

Whooping  Cough . 

I 

0 

.  4 

0 

Enteric  Fever  . 

0 

2 

.  1 

1 

Phthisis . 

6 

11 

Bronchitis,  Pneumonia, 
and  Pleurisy . 

13 

10 

Puerperal  Fever  . 

I 

/ 

2 

Heart  Disease  . 

10 

15 

Uncertified  . 

II 

10 

Other  Diseases . 

33 

61 

6 


Classified  according 
Under  i  year  . 

to  AGE 

18 

13  . 

9 

11 

Between  i  and  5  years 

4 

10  . 

13 

11 

99  5  »»  *5  99 

2 

2  . 

5 

4 

„  15  »  25  „ 

7 

6  . 

3 

7 

11  25  11  65  11 

23 

28  . 

44 

49 

Over  65  years  . 

17 

19  . 

35 

38 

The  Notification  Returns  were  as 

DELPH 

SUB-DISTRICT. 

follows : — 

UPPERMILL 

SUB-DISTRICT. 

Total. 

Smallpox . 

0 

.  0 

0 

Scarlet  Fever  . 

1 

13 

M 

Diptheria  . 

1 

.  II 

12 

Membraneous  Croup 

2 

4 

6 

Enteric  Fever . 

3 

14 

1 7 

Continued  Fever  ... 

1 

1 

2 

Puerperal  Fever . 

1 

.  1 

2 

Erysipelas  . 

7 

7 

*4 

The  distribution  in  months  was,  in  the 

Delph  Sub-District — 


Scarlet 

Fever. 

Enteric 

Diptheria  Croup.  Fever 

Continued  Puerperal 

Fever.  Fever  Erysipelas 

Jan... 

I 

... 

... 

Feb. .. 

.  .  . 

I 

... 

Mar. .. 

.  .  , 

I  I 

Ill 

April.. 

... 

2 

...  ...  2 

May  .. 

... 

I 

... 

J  une .. 

... 

... 

I 

July... 
Aug.  .. 

... 

... 

I 

Sep.  .. 

... 

I 

I 

Oct.  .. 

... 

I 

... 

Nov. . 

.  •  . 

...  ...  ... 

... 

Dec.  .. 

... 

... 

I 

Uppermill  Sub-District — 

Jan.... 

9 

1  8 

I 

Feb.  . 

1 

1 

... 

Mar. . 

. . . 

'  ...  1 

2 

April . 

2 

1 

... 

May .. 

.  ... 

3  . 

... 

June  . 

... 

1 

I  ...  I 

July.. 

... 

... 

... 

Aug.  . 

... 

1  ...  2 

... 

Sep.  . 

.  1 

.. 

I 

Oct... 

2 

I 

Nov. . 

•  ... 

1  ...  2 

I 

Dec... 

... 

3  . 

...  ...  I 

From  the  Notification  returns  it  would  appear  that 
January  was  the  most  unhealthy  month,  then  following 
March,  April,  and  December,  whilst  July  was  the  healthiest. 
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Vaccination  is  still  the  exception,  only  27  children  out  of 
285  children  born  having  been  vaccinated  during  the  year. 
That  is  to  say  10  out  of  every  11  children  are  unvaccinated. 

Whooping  Cough  was  moderately  prevalent  during  June, 
July,  and  August,  but  no  death  resulted. 

i 

Measles  has  been  very  prevalent  from  July  to  November, 
and  caused  3  deaths.  It  seemed  to  commence  in  Greenfield, 
then  advance  along  Uppermill  to  Diggle,  thence  to  Dobcross, 
and  then  to  Delph.  At  Dobcross  it  was  so  universal  that 
very  few  children  escaped,  and  caused  2  deaths  there.  The 
other  death  was  at  Greenfield.  The  Schools  were  closed  for 
a  time  in  Diggle,  Dobcross,  and  Delph  on  this  account. 

Scarlet  Fever. — Fourteen  cases  of  Scarlet  Fever  were 
notified,  one  being  in  Delph  Sub-district.  Of  the  13  in 
Uppermill  Sub-district,  6  were  at  Diggle,  (there  being  4  in 
one  family,)  2  were  at  Grasscroft,  in  the  same  family,  and  the 
rest  at  Quick  Edge.  The  cases  were  of  a  mild  type  and  no 
death  resulted.  The  premises  were  inspected,  also  the  milk 
supply,  but  nothing  of  an  insanitary  nature  was  discovered. 
Isolation  was  insisted  on  and  disinfection  was  thoroughly 
carried  out. 

Diphtheria  was  notified  12  times,  and  occurred  in  February, 
1  ;  April,  1  ;  May,  2  ;  August,  1  ;  September,  1  ;  October  ,  2  ; 
November,  1  ;  December,  3.  There  was  one  in  the  Delph 
Sub-district,  at  Waterhead,  which  resulted  in  death,  and  11 
in  the  Uppermill  Sub-district.  Of  these,  3  were  near  Upper- 
mill,  5  at  Shaw  Hall  Bank,  2  near  Road  End,  and 
1  at  Littlemoor  ;  2  of  these  resulted  in  death.  I  do  not  need 
to  say  much  about  these  cases,  as  a  special  report  has  already 
been  given.  The  milk  and  water  supply,  drainage,  and 
schools  were  thoroughly  examined.  The  premises  were  found 
in  a  sanitary  condition  in  8  cases,  whereas  of  the  other  4, 
two  occurred  in  children  who  were  apt  to  play  about  an 
unemptied  ash-midden,  and  in  the  other  two  the  drains  were 
untrapped.  Disinfectants  were  freely  used  and  isolation 
insisted  on.  It  was  not  found  neccessary  to  close  any  of 
the  Schools. 

Membranous  Croup. — Croup  was  notified  6  times  in  the 
Delph,  and  twice  in  the  Uppermill  Sub-district.  They  occur¬ 
red  in  January  1,  February  1,  March  1,  April  2,  and  May  1. 
Death  resulted  in  5  cases.  In  the  Delph  Sub-district  there 
were  2  at  Junction,  1  at  Delph,  and  1  at  Waterhead. 
In  the  Uppermill  Sub-district  there  was  1  at  Greenfield,  and 
1  at  Uppermill.  In  all  the  cases  nothing  of  an  insanitary 
nature  was  found. 

Enteric  Fever  was  notified  17  times :  death  resulted  in 
3  cases — 2  in  the  Uppermill  Sub-District,  and  1  in  the  Delph 
Sub-District.  Of  the  17  cases,  3  occurred  in  the  Delph,  and 
14  in  the  Uppermill  Sub-District.  Their  distribution  in 
months  was  as  follows: — January,  8,  March,  2,  June,  1, 
August,  2,  September,  1,  October,  1,  November,  2.  In  the 
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Uppermill  Sub-District  5  were  at  Diglee,  2  at  Holly  Grove, 

1  at  Shawhall  Bank.  3  at  Greenfield,  2  at  Dobcross,  and  1  at 
New  Delph.  In  the  Delph  Sub-District  there  was  1  at  New 
Delph,  1  at  Delph,  and  1  at  Heights.  At  Holly  Grove 

2  cases  were  due  to  their  having  taken  water  from  a  polluted 
well,  and  this  in  spite  of  repeated  warnings.  Five  cases 
occurred  in  a  house  at  Diglee,  resulting  in  1  death  :  here  the 
premises  were  in  an  insanitary  condition,  the  drainage  being 
very  defective.  This  has  since  been  remedied.  At  Furlane 
there  were  2  cases  in  one  house  ;  here,  again,  the  drains  were 
found  defective  and  have  since  been  remedied.  In  a  case 
that  occurred  at  Heights  the  premises  were  found  to  be 
sanitary,  and  the  case  seems  to  have  been  due  to  the  eating 
of  mussels,  which  had  been  gathered  near  one  of  the  piers  at 
Blackpool ;  the  attack  was  of  a  very  virulent  type  and  resulted 
in  death.  In  one  of  the  cases  at  Dobcross,  the  sink  pipe 
was  untrapped,  but  has  since  been  remedied.  In  a  case  at 
Road  End  drainage  was  defective  also.  It  will  be  noticed 
that  out  of  the  17  cases  insanitary  conditions  were  found  in 
twelve,  and  evidence  afforded  of  direct  importation  in  one, 
whilst  in  four  cases  nothing  of  an  insanitary  nature  was 
observed. 

Continued  Fever  was  notified  twice  namely  in  March  and 
June.  Nothing  of  an  insanitary  condition  was  found. 

Puerperal  Fever  was  notified  3  times,  2  in  Uppermill 
Sub-district,  and  1  in  Delph.  They  all  proved  fatal.  In  one  case 
the  premises  were  most  insanitary,  the  drainage  being  bad, 
whilst  a  closet  was  next  to  the  wall  of  the  house,  from  which 
foul  emantions  were  frequently  observable.  In  the  other  two 
nothing  of  an  insanitary  nature  was  discoverable. 

Erysipelas,  was  responsible  for  14  notifications,  viz : — in 
January,  1  ;  March,  3;  April,  2;  June,  2;  August,  1;  Sep¬ 
tember,  2  ;  November,  1  ;  and  December,  2.  Seven  cases 
occurred  in  the  Delph  and  seven  in  the  Uppermill  Sub- 
districts.  In  four  cases,  the  sanitary  conditions  were 
defective  ;  in  one  an  uncleansed  midden  ;  in  two,  untrapped 
sink  traps,  and  in  the  other  defective  drainage. 

The  district  is  a  large  and  hilly  one,  intersected  by  the 
Huddersfield  Canal.  It  has  an  area  of  1 7 o 55  acres,  3  roods, 
6  poles,  of  which  8,200  acres  are  unenclosed  moorland.  The 
district  is  chiefly  dependent  on  woollen  manufactures. 
A  large  proportion  of  female  labour  is  employed,  which,  no 
doubt,  has  influence  in  raising  the  infant  mortality.  The 
water  from  the  hills  forms  the  River  Tame  and  the  Diggle 
and  Greenfield  brooks,  except  where  it  has  been  collected  to 
form  numerous  reservoirs  and  mill  dams,  or  utilised  to  form 
waterworks.  The  Ashton,  Dukinfield,  and  Stalybridge  Cor¬ 
porations  have  their  waterworks  in  the  Greenfield  valley,  and 
supply  an  increasing  number  of  houses  every  year,  viz. :  in 
1891  they  supplied  800  houses;  in  1892,  816;  in  1893,  839; 
1894,850;  in  1895,869;  in  1896,  897;  and  in  1897,  955. 
The  average  daily  consumption  is  13  gallons  per  house.  The 
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Oldham  Corporation  have  made  waterworks  at  Castleshaw 
and  at  Denshaw.  No  provision  is  made  for  the  water  supply 
of  your  district  by  their  waterworks,  so  that  the  only 
available  water  supply,  apart  from  wells,  is  from  the  Green¬ 
field  reservoirs.  They  supply  nearly  two-sevenths  of  the 
inhabited  houses  with  water,  which,  though  somewhat 
ferruginous,  is  of  a  good  potable  character.  Many  people, 
however,  persist  in  drinking  water  from  surface  wells,  in 
spite  of  frequent  warnings  as  to  the  suspicious  character  of 
the  water,  which  it  often  contaminated,  owing  to  the  practice 
of  manuring  fields,  which  they  drain.  I  cannot,  therefore, 
too  strongly  urge  the  necessity  of  having  the  houses  supplied 
from  the  Greenfield  waterworks  wherever  possible.  It  is 
much  to  be  regretted  that,  with  the  exception  of  the  Ashton, 
Stalybridge,  and  Dukinfield  waterworks,  no  water  supply  from 
the  reservoirs  at  Castleshaw  or  Denshaw  is  obtainable. 

There  are  32  miles,  7  furlong,  and  143  yards  of  main 
roads  in  Saddleworth,  divided  as  follows  : — 

Greenfield  and  Shepley  Lane  Head,  4  miles,  7  furlongs, 
go  yards. 

Huddersfield  and  New  Hey,  3  miles,  2  furlongs. 

Oldham  and  Ripponden,  6  miles,  7  furlongs,  70  yards. 

Oldham  and  Stande.dge,  g  miles,  4  furlongs,  149  yards. 

Ridge  Hall  Lane  and  Hole  House  Trust,  176  yards. 

Shawhall  Bank,  3  furlongs,  40  yards. 

Stockport  and  Ashton,  1  mile,  6  furlongs,  196  yards. 

Wakefield  and  Austerlands,  4  miles,  3  furlongs,  101  yards. 

Stayley  Trust,  3  furlongs,  201  yards. 

The  laying  down  of  Sewers  and  erection  of  Sewage 
Works  was  completed  during  1895.  The  connections  of  the 
houses  with  the  Sewers  have  also  been  make  to  a  large 
extent.  The  mill-owners  have  in  many  more  cases  provided 
for  the  treatment  of  their  effluents.  The  Sewerage  Schemes 
are  three  distinct  ones,  and  are  as  follows : — 

1.  The  Delph,  Dobcross,  and  Diggle ; 

2.  The  Greenfield  and  Friezland  ; 

3.  The  Royal  George  and  Grasscroft. 

These  Schemes  were  made  by  Mr.  McCallum,  of  Man¬ 
chester.  The  sewage  is  to  be  purified  by  filtration  through 
beds  of  polarite  covered  with  sand,  which  have  the  effect  of 
oxidizing  the  organic  matter  in  the  sewage,  and  thus  rendering 
it  innocuous.  If  sufficiently  purified,  the  effluent  is  at  once 
discharged  into  the  River  Tame,  but  if  not  sufficiently  pure 
it  is  afterwards  run  into  land  specially  purchased  for  that 
purpose,  where  the  requisite  purification  is  effected.  The 
Polarite  Filter  Beds  are  only  used  six  hours  out  of  the 
twenty-four,  in  order  to  give  them  the  necessary  rest. 

In  the  Delph,  Dobcross,  and  Diggle  Scheme,  sewers 
are  laid  from  Brownhill  to  Linfitts,  through  Tamewater  and 
Delph.  Branches  are  receved  from  New  Delph  (as  far  as 
Lower  Stones),  Midgrove,  Dobcross,  and  Diggle,  as  far  as 
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Sam  Lane.  The  Sewage  is  received  at  the  Out-fall  Works 
near  Brownhill  Bridge,  for  all  the  houses  are  now  connected 
with  the  sewers. 

The  Royal  George  and  Grasscroft  Scheme  has  laid 
down  sewers  from  near  Greenfield  Station  to  Royal  George, 
receiving  branches  from  Shawhall  and  Grasscroft  ;  the 
Sewage  Works  are  near  the  River  Tame,  close  to  Armit 
Mill.  The  houses,  have  for  the  most  part,  been  connected 
with  the  sewers. 

The  Greenfield  and  Friezland  Scheme  has  laid 
down  sewers  from  near  Greenfield  Station  to  Waterside, 
receiving  branches  from  Ladhill  and  Horsforth.  The  Works 
are  near  the  River,  and  close  to  Greenfield  Station.  They 
are  now  receiving  sewage,  the  houses  having  all  been  con¬ 
nected  with  the  sewers. 


Meteorological  Report. — I  am  indebted  to  Charles 
J.  Batley,  Esq.,  Assoc.  M.  Inst.  C.  E.,  and  Resident  Engineer 
at  Piethorn,  for  the  following  Meteorological  Report. 


1897. 

Rainfall 

Height  of  Gauge  above 
sea-level.  87 5  ft. 

Greatest  fall  in 

24  hours 

No.  of  days  on 
which  rain  fell. 

Inches. 

Date. 

Inches. 

January  . 

1-67 

4 

•58 

13 

Februrary  ... 

2-27 

20 

‘34 

14 

March . 

4-48 

26 

74 

23 

April  . 

3'43 

11 

■88 

18 

May . 

156 

29 

‘33 

14 

June  . 

4'i8 

1 

•80 

13 

July . 

170 

5 

■31 

13 

August  . 

4'42 

20 

•86 

21 

September  ... 

4’9° 

2 

1*20 

M 

October  . 

2'6o 

14 

'94 

IO 

November  ... 

5-66 

30 

1’39 

*5 

December  ... 

5‘°4 

7 

‘97 

19 

41-91 

187 

1'he  rainfall  at  Castleshaw  has,  during  the  year  1897, 
been  slightly  in  excess  of  the  average  annual  rainfall  for  the 
past  10  years.  The  fall  has  been  very  irregular,  more  than 
one-fourth  of  the  rainfall  having  been  registered  in  the  months 
of  November  and  December;  whilst  in  January,  February, 
May,  July,  and  October  it  was  considerably  below  the 
average  of  those  months  in  the  previous  10  years.  From  the 
25th  November  to  the  14th  December  there  was  an  almost 
continuous  downpour,  no  less  than  6.1  inches  being  recorded 
in  these  19  days:  certainly  the  largest  quantity  since  obser¬ 
vations  have  been  taken  in  this  valley.  There  has,  however, 
ueen  an  absence  of  any  very  severe  rain  storms,  the  largest 
daily  rainfall  being  under  i|  inches.  The  regular  and  small 
rains  in  the  early  spring  had  a  marked  effect  on  the  abundant 
crops  obtained  in  this  district, ‘and  the  fine  weather  in  the 
latter  part  of  June  and  in  July  enabled  the  farmers  to 
satisfactorily  “  house"  them  in  good  condition. 
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The  number  of  Vagrants  at  the  Workhouse  during  1897 
numbered  5,364.  During  the  year  there  were  12  deaths  there. 

Altogether  the  year  has  been  a  good  one  from  a  sanitary 
point  of  view :  for  the  houses  for  the  most  part  have  been 
connected  with  the  Sewers ;  the  extension  of  a  good  water 
supply  is  being  gradually  adopted  ;  the  death-rate,  though 
not  so  low  as  last  year,  is  still  a  low  one  ;  and  the  deaths 
from  zymotic  diseases  are  the  fewest  I  have  any  record  of. 

I  am,  Gentlemen, 

Yours  faithfully, 


W.  H.  F.  RAMSDEN. 
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NUISANCE  INSPECTOR’S  REPORT 

FOR  THE  YEAR  1897. 


NUISANCES 

Unabated. 

1896. 

Examined, 

1897 

Abated, 

1897. 

Unabated, 

1897. 

Accumulation  of  Ashes  and  Offensive  Matter  . 

... 

22 

22 

Privies  and  Ashpits  requiring  Emptying  and  Cleansing 

... 

39 

39 

... 

Defective  Drainage  . 

3 

n 

13 

I 

Insufficient  Closet  Accommodation  . 

3 

6 

4 

5 

New  Closets  Ordered  to  be  Erected  . 

5 

7 

7 

5 

Defective  Construction  of  Closets  . 

2 

5 

7 

... 

Filthy  Houses  and  Places  . 

... 

4 

4 

... 

Fouling  of  Water  . 

1 

4 

4 

1 

Filthy  Matter  lying  exposed  . . . 

... 

6 

6 

... 

Slop  Pipes  Disconnected  and  Trapped  . 

... 

10 

9 

1 

Pigeons  kept  in  Houses  . 

... 

3 

3 

... 

Sewage  Matter  lying  Stagnant  . 

6 

6 

•  •  • 

Total... 

14 

123 

124 

13 

- V 

Slaughter-houses  Examined  .  19 

Present  Number  of  Slaughter-houses  Registered  .  19 

Plans  of  New  Property  Submitted,  including  New  Closets  .  24 


J.  T.  BRADBURY,  Nuisance  Inspector. 


The  following  notice  was  issued  by  the  Council  during  1897  : 
Saddleworth  Rural  District  Council. 

The  above  Council  give  notice  to  the  inhabitants  of  the 
District  that  it  is  very  necessary  that  they  should 
EMPTY  THE  SEWER  TRAPS 
in  connection  with  their  houses  at  least 
ONCE  A  WEEK 

md  they  desire  particularly  to  point  out  that  it  is  no  part  of 
the  duty  of  the  Council  to  do  this,  the  liability  resting  upon 
the  occupiers  of  houses. 

The  Council  hope  that  every  person  will  endeavour  to 
give  effect  to  this,  thus  obviating  the  occurence  of  any  nuisance 
and  so  Promoting  the  Health  of  the  District. 

JOSEPH  BRADBURY, 

( Solicitor )  Clerk  to  the  Council. 

Note. — Disinfectants  may  be  had  tree  on  application  to 
J.  T.  Bradbury,  Nuisance  Inspector,  at  the  Union  Offices. 


December  1897 


